2)     Timbers:     Douglas   Fir,   Pressure   Treated   with
(CCA)   Chroma ted  Copper   Arsenate,   Select   Structural    (No.   1)    full
dimension,   rough  cut   labeled   (LP-22   Ground   Contact   40).

I0"xl0"   x   81                8                534   bf.

6"   x6"   x   61                4                 T2   bf.

Total                  606   bf.

3)     Galvanized,   Rolled   Tin,   24GA

30"   roll   (to  be  cut   into   30"x30"   sheets)

200'

4)   Rolled Roofing Felt, 30#, Black

300 sq. ft. Required         3 rolls

5)   Reinforcing Steel  (Rebar)

#4  (16" lengths)                           30'

6)   Nails:

Galv.  16d  Common                 25#

Galv.  12d  Common                25#

Galv.  Roofing Nails   1"  20#

6d  Finish                                       1#

Log spikes, 6"-7"                    30#

7)   Galv. Leadhead roofing nails

1 1/4"                           50#

8)   Hardware:

4" strip hinges         2 pr .
Face mount, lockset     1
Face mount, deadbolt     1

9)     Glass:        Single   strength

12"   x   10   1/2"                       1

11  3/8"   x   19   1/2"               1

25   1/8"   x   20   3/8"               1

10)   Silicone  Caulking,   Clear           1   tube

11)   Asphalt  roofing   tar                     2  gal.

12)   Brown  paint   (oil  base,                2  aal
gloss)                                  '                   gai<
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